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ATHENS FOR RSO, FRANKFURT FOR RSS FROM A/SY/OPS/T 

E.O. 11652: N/A 

TAGS: ASEC 

SUBJECT: 1978 ANNUAL PROTECTIVE EQUIPMENT INVENTORY- ATHENS 

REF: RSO ATHENS MEMO DATED 6/1/78, SAME SUBJECT 

PLEASE ANNOTATE A COPY OF THE SUBJECT INVENTORY PRINTOUTS 
AND RETURN THEM TO A/SY/OPS/T, IN ORDER THAT APPROPRIATE 
CHANGES, I.E. QUANTITIES, ETC., MAY BE MADE IN THE ATHENS 
INVENTORY OF EQUIPMENT. CHRISTOPHER 
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